Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 157166 

50 

ORIGIN COME-OO 

INFO OCT-01 AF-10 ARA-16 EUR-25 EA-11 NEA-14 ISO-OO EB-11 
PCH-02 RSC-01 ( ISO ) R 
66616 

COM: ROB TAFT 
7/19/74 X-3265 

APPROVED BY: FR/OC A/RF.P:T ,A KI . IFFORTH 
RLPRITCHARD/DEPD/OED EB/OCA/BR:HCAHILL 8, *9) 

079203 

R 192218Z JUL 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ASUNCION 
AMEMBASSY BERN 
AMEMBASSY BRIDGETOWN 
AMEMBASSY BUCHAREST 
AMEMBASSY CARACAS 
AMEMBASSY COPENHAGEN 
AMEMBASSY COTONOU 
AMEMBASSY DAKAR 
AMEMBASSY DAR ES SALAAM 
AMCONSUL HAMILTON 
AMCONSUL HONG KONG 
AMEMBASSY ISLAMABAD 
AMEMBASSY JIDDA 
AMEMBASSY KINGSTON 
AMEMBASSY MADRID 
AMEMBASSY MANAGUA 
AMEMBASSY MANILA 
AMEMBASSY MUSCAT 
AMEMBASSY MONTEVIDEO 
AMEMBASSY NASSAU 
AMEMBASSY PANAMA 
AMEMBASSY PARIS 
AMEMBASSY PORT OF SPAIN 
AMEMBASSY QUITO 
AMEMBASSY REYKJAVIK 
AMEMBASSY SANTO DOMINGO 
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AMEMBASSY SAN JOSE 
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AMEMBASSY SAN SALVADOR 
AMEMBASSY STOCKHOLM 
AMEMBASSY TEGUCIGALPA 
AMEMBASSY TOKYO 
AMEMBASSY VALLETTA 
AMCONSUL BOMBAY 
AMCONSUL DHAHRAN 
AMCONSUL IBADAN 
AMCONSUL PARAMARIBO 
AMCONSUL STRASBOURG 
AMCONSUL STUTTGART 
AMCONSUL MARTINIQUE 
USINT ALGIERS 

AMEMBASSY ATHENS BY POUCH 
UNCLAS STATE 157166 
E.O. 11652: N/A 

TAGS: BEXP: EC, HK, A, RP, RO, VE, XA, XT, XK, XF, 

SUBJECT: FOREIGN BUYER PROGRAM: NATIONAL HARDWARE SHOW 

REF: STATE 1 14770 

1. PARTIAL LIST OF 50 U.S. EXHIBITORS INTERESTED EXPORTING 
WITH INFORMATION LISTED REFTEL PARA 1A SENT POST JULY 17. 

FOR POST INFORMATION OVER 85 EXHIBITORS HAVE NOW PROVIDED 
USDOC WITH MATERIAL. FULL INFORMATION WILL BE AVAILABLE 
FROM USDOC AT INTERNATIONAL BUSINESSMEN S CENTER AT SHOW. 

2. FOR POST INFORMATION PRODUCT CATEGORIES OF U.S. 

EXHIBITORS INTERESTED EXPORTING INCLUDES: AUTOMOTIVE 
SUPPLIES; BARBECUE GRILLS AND ACCESSORIES; BUILDER'S AND 
HOME HARDWARE; BUILDING MATERIALS; CAMPING AND TRAVEL 
EQUIPMENT: CASTRS AND GLIDES; CLEANING SUPPLIES: HOUSEHOLD 
CHEMICALS, WAXES : ELECTRICAL AND WIRING SUPPLIES; 

FASTENERS; HAND TOOLS; HOSES, SPRINKLERS; HOUSEWARES- 
ELECTRICAL AND NON-ELECTRICAL; LADDERS; LAWN AND GARDEN 
CHEMICALS: TOOLS; POWER EQUIPMENT; OUTDOOR LIVING SUPPLIES 
AND FURNITURE; PAINTS AND SUPPLIES; PLUMBING; PET SUPPLIES; 

SAFETY PRODUCTS; SHELVING AND CABINETS. 
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3. BUSINESS INTERESTS OF 85 EXHIBITORS PRIMARILY INCLUDE 
DIRECT SALES AND AGENT/DISTRIBUTORSHIPS, AND TO LESSER EXTENT 
JOINT VENTURES AND LICENSING ARRANGEMENTS. 

INGERSOLL 

NOTE BY OC/T: POUCHED ATHENS 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE157166 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 97-0484 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740733/aaaabbvm.tel 

Line Count: 114 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 114770 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 28 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 JUN 2002 by thomasv0>; APPROVED <22 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN BUYER PROGRAM: NATIONAL HARDWARE SHOW 
TAGS: BEXP, EC, HK, RP, RO, VE, XA, XT, XK, XF 
To: ASUNCION MULTIPLE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



